From: 

Medina, Nicole (DPH) 

Sent: 

Tuesday, December 06, 2011 1:28 PM 

To: 

Gates, Michelle; Clemmer, Jill (DPH) 

Cc: 

Corbett, Kate (DPH) 

Subject: 

update 


The shower is wet every day and it specifies in the law that a shower/locker room is a breeding ground for 
MRSA. Also, the fact that this is potentially being set up as single use makes it possible that room will not be 
available "each and every time" as law also requires. 

Nicole E. Medina 
Chemist II 

Mass. Dept, of Public Health Drug Laboratory 
305 South Street, Jamaica Plain, MA 02130 
phone: 617-983-6630 
fax: 617-983-6625 
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